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Bulletin No. 787 (since 15'* March 2020) 


%@) Positive Today: 05 WY Recovered Today: 11 
4X Death Today: 00 4 Active Cases: 181 


S*’Y Sample Positivity today: 0.28% R% Recovery Percentage: 96.02% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92183 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88516 (96.02%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3212 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 274 (0.30%) 
5. Number of samples found negative for COVID-19 today: 2143 
6. Total number of samples sent for COVID-19 testing today: 1760 
7. Total number of cumulative samples found negative since 01.01.2022: 1265435 





corona = YOU HAVE learned alot... 





Wash your HANDS Wear MASK 
properly 
often with soap = O 6 
at least 40 seconds., 2OAP © 6 
Z 
VIRUS 
0 disinfection 





Use hands SANITIZERS 


If soap and water are 
not readily available, 
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Detailed Status of Sample Tested 





: Negative ve Positive 
Negative : Positive : 
; Cumulative : Cumulative 
in last 24 : in last 24 ' 
Since Since 
hours 


01.01.2022 01.01.2022 


Tehri Garhwal 


U.S. Nagar 
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COVID-19 Vaccination 


4th April 2022 


* Sessions Held Today: 866 

* Number of Beneficiaries Vaccinated Today: 8214 

* Total Number of Beneficiaries Partially Vaccinated: 8750000 
* Total Number of Beneficiaries Fully Vaccinated: 8051963 


*% Total Number of Beneficiaries Given Precaution Dose: 434876 


Details of Beneficiaries Vaccinated in Uttarakhand 


we ; Last 24 hrs 
Cumulative 


= Z Precaution 
inal a 18+ years 18+ years 


1st Dose 2nd Dose 
Coverage Coverage 


1st Dose 2nd Dose 1st Dose 2nd Dose Dose ene Precaution 


Coverage Coverage Coverage | Coverage Coverage Hose Dose 


years ist years 2nd 
Dose Dose 


(SUDIES: Coverage Coverage 


pAimora | 11953 | 28542 | 20836 | 382948 | 355101 | 6022 | 6028 | 9956 | 9757 | 28379 | 305 | 90 
jBageshwar | 7222 | 14028 | 12681 | 186228 | 171977 | 2514 | 2521 | 2321 | 2401 | 18674 | 124 | 47 
Chamoti__| 12292 | 19490 | 17023 | 274971 | 269231 | 3987 | 4021 | 6493 | 6626 | 23143 | 226 | 60 _ 
Champawat | 4181 | 12690 | 7799 | 184189 | 170920 | 2254 | 2303 | 7577 | 7403 | 14106 | 172 | 36 
[Dehradun | 22259 | 95044 | 66489 | 1575710 | 1463288 | 37244 | 36093 | 30664 | 31252 | 100976 | 1123 | 647 
[Haridwar | 7830 | 72055 | 34518 | 1512076 | 1446694 | 17784 | 17607 | 48450 | 48417 | 48071 | 335 | 151 
jNainitt | 13601 | 49046 | 33739 | 756869 | 728740 | 14193 | 13828 | 20106 | 20144 | 43740 | 801 | 314 
jPeui | 9263 | 31513 | 23596 | 453658 | 41si3s | 7914 | 7922 | 7099 | 7172 | 30764 | 765 | 421 _ 
Ls 

|Fudreprayas | 4302 | 12299 | 9656 | 173486 | 159038 | 2465 | 2453 | 2692 | 2713 | s9s8_| 91 | 1 
Teri | 14033 | 30250 | 24513 | 399455 | 359202 | 6254 | 6311 | 4923 | s033_| 30706 | 459 | 118 
Posen | 19009 | 7a362 [asses [1259017 [ iaaaass | 12aes | iasse_| aaa | ase00 | —aase6 | 470 | 267 
puveraeni | 5867 | 17346 | 10617_| 236575 | 222851 | 3461 | 3485_| 4999 | 5058_| 24823 | 199 | 10 __ 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 








SARRATS VAT 


S*"Y Sample Positivity: 4.42% R% Recovery Percentage: 96.04% 
AX CFR (%Death): 1.76% 44 Migrated Cases: 2.16% 

l. Total cumulative Positive COVID-19 detected: 436968 

2. Total Number of COVID-19 Patients Treated/ Cured: 419666 

a: Total Number of COVID-19 patients migrated out of state: 9429 

4. Total Number of COVID-19 Deaths: 7692 

>: Total number of cumulative samples found negative: 9441188 

6. Total number of cumulative samples tested: 9878156 


Districts wise Status of COVID-19 


District Cumulative Negative Positive 
samples Tested Cumulative Cumulative 


Se 
a 

ae 

a 
Uttarkashi 392682 378483 


Treated/ 
Cured till Cumulative Cumulative 
Deaths 


Date Migrated/others 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 
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